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Director 

Central Intelligence Agency 
2430 E Street, Northwest 
Washington, D» C* 

Attentions Deputy Director ^ plana 

John Edgar Hoover - Director 
Federal Bureau of Investigation 
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Reference is node to our memorandum of May 21, 
1953, advising that we would appreciate your reche eking 
with your sources for any additional information they 
might be able to provide concerning the subject • Tour 
reference is SO DB 46419, 

We would appreciate being advised if any 
additional information has been received • 



DECLASSIFIED AND RELEASED BY 
CENTRAL I NTELl I GE NCE AGENCY 
SOURCES METHODS EXEMPT I 0N3B2B 
NVi , ImR CRIMESDIS CLOSURE ACT 
0 ATE 2 0 03 2 0 0 6 


F^COORDINAT^ WITH /^x3 -X~ 

y- iif'-' ./ 
t # ’ 

SECURITY INFORMATION - CONFIDENTIAL 



